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Contract to. 


Amendment No, 1 


General Precision Laboratory, Inceporated 
63 Bedford Roed 
Pleasantville, New York 


Attention: 
Exec, Vice President and General Manager 


Gentlemen: 25X1A2g 


1. Reference is made to Contract No. between the 
parties hereto vhich covers the peried 12 October 956 through 
30 June 1957. 


2, Porsuent to the provisions of paragraph b of PART IIt - 


PERIOD OF PERFORMANCT the Covernment heraby elects to extend 
this contract for the period 1 July 1957 through 31 July 1957. 


3, In view of the foregoing the contract 1s hereby further 


amended as follows: 


a. the first sentence of paragraph b of PART II - 
CONSIDPRATION AND PAYMFNT is deleted in iis 
entirety and the following ie substituted 
therefor: 


There has been allotted for thia contract 


the total amount of EI for the perica 


12 October 1956 throuch 30 June 1957 and 


| fer the period 1 July 1957 throuzh 


4. £12 other terms and conditions of Contrect No. 


remain unchanged. 
5, Please indicate your receipt of this Amendment No. 1 
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25X1A1a 


25xX1A1a 


te the contrast and your acceptance thereof by executin, the original 


DOSUMERNT RO. 
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GLASS. CMANGED TO: TSS 8 20/2 
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—— _ ASTH: HR 102 | 
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and two coples of this amendment. Return the erlginal and one | 
cepy thereef to the undersigned and retain the remaining copy | 
for your files, 


Very truly yours, 


1 
| 


Contracting Officer | 


ACKNOWIEDCFD AND ACCTPT! BD 
GENORAL PRECISION LABORATORY, INCORPORATID 


25X1A5a2 By. 


Title President and General Manacer 


Dete_Seuiesner 10, 1957 
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